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WITH THIS NEW BREAKER 
WE CAN GET POWER BACK 
ON THE LINE INLESS 
THAN A MINUTE. 


AND IF THE LOAD GETS} 
OVER A HUNDRED 


INSPECT IT IN A COUPLE 
OF MINUTES. 


WE CAN JUST SLIP IN 
ANOTHER BREAKER 


Area 


AIP COACUIT BREAKER 


Here’s Why YOU'LL Like This New 


HIS air circuit breaker is built 


G-E Removable Breaker 


apparatus connected to the circuit. 


A new pictorial booklet (GEA- 


minute . . . inspect the breaker unit 


to meet today’s demands for in safety--away from live parts—in 


quick installation, and dependable 
protection for continuous produc- 
tion. Its features include a simple 
ingenious new method of mounting 
and a convenient, modernized en- 
closing case, which combine to 
give you a removable breaker that 
is easy to install, easy to operate, 
and easy to inspect. 

We call it the 3-minute breaker. 
You can re-establish service after 


temporary faults in less than one 


GENERAL @ ELECTRIC 


860-20-7500 


less than fwo minutes... and where 
changed load conditions call for a 
different-rated breaker of the same 
type, the old unit can be removed 
and a new one installed in less than 
three minutes. 

Give equip- 


ment, and personnel complete pro- 


your production, 


tection. Install these breakers in 
lighting, power, and motor circuits 
up to 600 volts. They will protect 


both the circuit wiring and the 


THE BREAKER WITH THE DISCONNECT FEATURE 


3600) tells where and how to 
use them. For a free copy, 
call the G-E office near you, 

or address General Elec- 


tric, Schenectady, 


New York. 


es 
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Connecticut Utility 
Expanding Facilities 


United Illuminating Co. pushes comprehensive program involving 


$10,000,000 — New Haven and Bridgeport defense loads grow — 
New offices and intersystem tie line mark progress 


With the installation of a 25,000-kw. 
addition this fall at the Steel Point sta- 
tion at Bridgeport, Conn., the comple- 
tion this summer of a 66-kv. tie line 
with terminal facilities at Bridgeport 
and New Haven and the recent addition 
of boiler capacity at the English station 
in the latter city, the United [lluminat- 
ing Co. moves into a strong position to 
meet defense and other service demands 
in the great industrial area covered by 
the system. 

President James W. Hook stated to 
an ELectricAL WorLpD representative 
that these steps and the ordering of a 
1943 addition of 25,000 kw. more for 
Steel Point are included in a $10,000,000 
expansion program which began in the 
fall of 1939. A new $1,250,000 office 
building at New Haven headquarters 
has been completed and occupied under 
this broad program; important improve- 
ments have been provided for the dis- 
tribution systems; commercial activities 
have been stimulated, and public rela- 
tions have been high-lighted within the 
entire organization. 

Formerly the New Haven and Bridge- 
port systems were operated without in- 
terconnection. The tie line completed 
this summer (ELectricaL Wortp, April 
19, 1941, page 44, and July 26, 1941, 
page 34) provides two 25,000-kva. cir- 
cuits, representing with terminal facili- 
ties and an underground cable section 
in New Haven an outlay of $2,250,000, 
reduces the amount of reserve capacity 
needed at English and Steel Point and, 


above all, enables the company to supply 
essential services throughout the system 
from either generating plant and will 
facilitate interconnection with other 
companies in emergencies. Three miles 
of 66-kv. oil-filled cable connect English 
station with a 16.75-mile overhead sec- 
tion carried on the catenary supporting 
structures of the New Haven Railroad, 
and at Bridgeport a tower section con- 
nects with the necessary Steel Point 
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transformers. Provision has been made 
for a future emergency connection be- 
tween the line and the Devon steam 
plant of the Connecticut Light & Power 
Co. at Milford. 

The engineering firms of Westcott & 
Mapes, Inc., New Haven, and Gibbs & 
Hill, Inc., New York, studied the United 
system at length prior to the improve- 
ments above indicated. The company 
serves fourteen municipalities totaling 
311 sq. miles and with a population of 
447,959. The capacity of English station 
has been brought to 75,000 kw., and 
this fall Steel Point’s generator rating 
will be 110,000 kw. General Electric 
turbo-generators and Babcock & Wilcox 
boilers have been purchased or author- 
ized for the expansion program. A sum- 
mary of the recent increases in generat- 
ing capacity is shown in connection 
with the chart of combined capacity 


NEW office and service building in New Haven 
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TREND of company peaks and combined 
station capacities 1938-45 


and peaks provided for from 1916 to 
1941 and carried into 1945 to meet 
estimated possible loads. The 1942 pro- 
gram provides for interconnecting high- 
pressure boilers at Steel Point to supply 
steam to low-pressure turbines, and a 
tentative provision of a 40.000-kw. unit 
is indicated for 1945. The peak load has 
been increasing about 4,000 kw. per 
year for the last two decades, including 
the low depression years of 1931-33. 

The 25,000-kw. addition at Steel 
Point, the tie line and two English sta- 
tion boilers cost approximately $5,500,- 
000 and are being financed from funds 
already in the company’s investment 
account. The estimated cost of two ad- 
ditional high-pressure units for Steel 
Point, authorized in 1941, with building 
extension, is $1,602,000. The financing 
of this and other additional equipment 
for post-1943 loads is under considera- 
tion by the management. 


Jones Transferred 
to Weiner Staff 


The problems of working out produc- 
tion curtailment programs for consum- 
ers’ durable goods are being concen- 
trated in OPM’s Civilian Supply Divi- 
sion under Leon Henderson and Joseph 
L. Weiner. This further outgrowth of 
the recent defense shakeup (ELECTRICAL 
Wor.p, September 6, page 63) sees the 
electrical manufacturers’ commodity 
section under Lewis A. Jones shifted 
from the Purchase Division and merged 
with the Weiner staff working in the 
same field. Personnel setup of the new 
arrangement is not certain, but Mr. 
Jones probably will emerge as chief. 

Under present plans this unit will 
initiate the programs for rationing civil- 
ian production of non-defense items; 
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final approval, of course, lies with the 
Supply Priorities and Allocation Board. 
First on the list is refrigerators, which 
the old OPACS weeks ago said tenta- 
tively should be pared down to 50 
percent rate of output. Initial curtail- 
ment is not expected to be set at this 
figure, although few in Washington feel 
that any more than this rate can be 
maintained over any protracted period. 


Kansas City Repairs 
Damage from Gale 


A gale of near-hurricane proportions 
brought to Kansas City recently the 
highest recorded wind in its history— 
73 miles an hour—and more damage 
to the electrical distribution system of 
Kansas City Power & Light Co. than 
any storm in the past 47 years. 

Every primary line in the Kansas 
City company’s entire system was dam- 
aged to some extent, it has been re- 
ported. Homes of more than 20,000 
Kansas City families were darkened at 
some time during the storm, while 
north of Parkville, Mo., two whirling 
air cones of cyclonic velocity dipped to 
earth and destroyed more than a mile of 
33.000-volt transmission line so com- 
pletely that only splinters of the poles 
were to be found, it was stated. Some 
of the poles snapped off by the wind 
were never located. 

Despite the widespread devastation, 
practically all service was restored in 
60 hours time through the Gargantuan 
efforts of the company’s line and serv- 
ice men. More than 325 men worked 
60 hours, with only time out for hastily 
eaten meals, to restore service. Addi- 
tional crews from two outside sources 
were called in to assist the all-out 
efforts of the Kansas City utility’s crews. 
Federal Engineering Co. supplied 46 
men and twelve trucks and Cator Con- 
struction Co. ten men and two trucks. 

Some impression of the magnitude 
of the problem of restoring service can 
be gained from the fact that 48 hours 
following the storm ten telephone oper- 
ators took reports over 30 trunks at 
the telephone switchboard at the rate 
of 1,000 calls an hour. Many who could 
not reach the trouble department by 
telephone reported damage by personal 
calls at the company office by telegram 
and even special delivery letters. 


Will Buy Utility Lines 


Lodi, Wis., municipal electric utility 
has been authorized by the Wisconsin 
Public Service Commission to purchase 
two rural electric lines from the Wis- 
consin Power & Light Co. for not more 
than $1,900. 
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NEWS BRIEFS 


A “MOBILE POWER COMPANY consist- 
ing of fourteen vehicles has been de- 
veloped by the California State Guard 
to supply power in case of emergency 
to hospitals, schools and other essential 
points of service. The first unit will 
undergo tests directed by Louis H. El- 
lerman, assistant superintendent of the 
testing laboratory of Los Angeles De- 
partment of Light & Power. 


First aip courses will be undertaken 
shortly by all 1,500 employees of 
Memphis (Tenn.) Light, Gas & Water 
Division. Groups of 30 employees will 
constitute the classes, which meet for 
two hours daily over an eleven-day 
period. Intensive first aid training 
courses are planned for a selected group 
of foremen. 


To PREVENT “disruption to national 
defense production.” Harold J. Straub, 
national director of Utility Workers 
Organizing Committee (C.I.0.) delayed 
calling a strike of union members at the 
Warren, Ohio, plant of Ohio Public 
Service Co. City officials estimate $11.- 
000,000 of defense contracts would be 
affected by a strike, as well as an army 
shell loading plant at Ravenna which is 
served from the Warren plant. 


TuHirty YEARS AGO Central Maine 
Power paid $3,000 in annual taxes, ac- 
cording to W. B. Getchell in a talk to 
the CMP Old Timers Club. Today. said 
the speaker. the company pays more 
than $3.000 in taxes every day in the 
year, 


APPARENTLY BELIEVING that Herr Hit- 
ler will be all tired out by Christmas 
time, says New England Power’s Con- 
tact, electricity users in Beverly, Leo- 
minster and Worcester, Mass., are al- 
ready making plans for record-breaking 
holiday lighting displays. 


Water S. Wyman, president of the 
New England Public Service Co., 
Augusta, Me., has accepted the chair- 
manship for Maine of the Defense Sav- 
ings Committee. Secretary of the U. S. 
Treasury Henry Morgenthau, Jr., ex- 
pressed much gratification that Mr. 
Wyman as “Maine’s leading industrial- 
ist” has undertaken this responsibility. 


CoMMONWEALTH Epison Post Drum 
and Bugle Corps, 1941 national cham- 
pion of the American Legion, won its 
seventh state title in Class A drill and 
music competition at the Department 
of Illinois convention in Springfield 
Saturday evening (August 23). The 
unit received a score of 96.36 to beat 
out its nearest rival, Curtis G. Redden 
Post of Danville, by a comfortable 
margin. 
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Towns Making Appliances 


a 46 ” © 
in “One Industry” List 
Group of 50 communities raises doubts as to one-industry classification, 


but discloses locations now subject to preferential contract 
treatment by Priorities Division of OPM 


Communities whose leading industry 
is manufacture of electrical appliances 
make up nearly half the list of 50 so- 
called one-industry towns which have 
been selected as “guinea pigs” for on- 
the-spot investigations looking to plant 
conversion from civilian to war goods, 
it was learned this week by ELEcTRICAL 
Wortp. One of these, Newton, lowa— 
home of Maytag washers—already has 
landed $4,500,000 in defense ordnance 
contracts. 

The investigations are being con- 
ducted by the revitalized Defense Con- 
tract Service, now called the Division of 
Contract Distribution, and the U. S. Em- 
ployment Service. The findings will fur- 
nish the basis upon which OPM’s Pri- 
orities Division can certify to the Army 
and Navy specific localities and plants 
which should get one or more of the 
preferential contract treatments for 
spreading war production outlined in 
the Washington Comment section of 
ELectricAL Wor tp last week (Septem- 
ber 6, page 62). 


Wider Distribution 


Also considered important is the fact 
that the executive order specifically “di- 
rects” the procurement divisions of 
Army and Navy to cooperate with the 
new Odlum office, formalizing what was 
a voluntary arrangement between OPM 
and the service departments. The Army 
last week released instructions to some 
800 field contract officers outlining the 
various changes in procurement pro- 
cedures designed to give wider distribu- 
tion of supply contracts. These instruc- 
tions conscientiously followed the pat- 
tern announced earlier as the OPM- 
Army-Navy “treaty.” 

It is OPM Associate Director-General 
Hillman, concerned over priority unem- 
ployment, who is understood to have 
argued for a “new name and a new 
face” for the spread-contracts cam- 
paign. New Dealers accepted Mr. Od- 
lum for two reasons, because his utility 
reorganizations have been in tune with 
their ideas and because they consider 
him “ruthless.” The political repercus- 
sions of priority unemployment and 
business stagnation amid boom times 

is giving the Administration consider- 
able concern. 

_ The list of communities with the ma- 
Jor activities now threatened by a pri- 





orities blackout due to possible mate- 
rial shortages follows: 


Illinois — Quincy, stoves; Freeport, 
pumps; Belleville, stoves; Algonquin, 
washers; Aurora, metal furniture; Kanka- 
kee, stoves; Galesburg, machine shops; 
Lemont, aluminum ware; Litchfield, ma- 
chine shops; Rockford, sewing machines; 
Belvidere, sewing machines. 

Wisconsin—Manitowoc, aluminum ware; 
West Bend, aluminum ware; Ripon, wash- 
ers; Fond du Lac, typewriters, refrigera- 
tion; Racine, electrical appliances. 

Indiana—Muncie, machine shops; Evans- 
ville, refrigeration, machine shops; Koko- 
mo, stoves and electrical appliances. 

Michigan—Saginaw, machine _ shops; 
Muskegon, auto accessories; Grand Rap- 
ids, metal furniture, refrigeration, vacuum 
cleaners; Tecumseh, electrical appliances; 
Greenville, refrigeration. 

lowa—Fairfield, washers; Webster City, 
washers; Newton, washers; Kellogg, wash 
ers. 

Ohio—Sandusky, washers; Sidney, alu- 
minum ware; New Washington, aluminum 
ware; Lorain, stoves; Mansfield, refrigera- 
tion and heating elements; North Canton, 
vacuum cleaners and electrical appliances. 

New York—Jamestown, metal furniture; 
Long Island City, slide fasteners; Utica, 
machine shop; Temple, metal furniture. 

Massachusetts—Springfield, electrical ap- 
pliances; Gardner, stoves; Taunton, stoves 
and aluminum ware; Orange, sewing ma- 
chines. 

Tennessee—Franklin, stoves; Lewisburg, 
stoves. 

Pennsylvania—Warren, metal furniture 
and electrical appliances; Waynesboro, 
refrigeration; Meadville, slide fasteners. 

California—Culver City, stoves. 

This week the War Department an- 
nounced that Westinghouse Electric ac- 
cepted letter of intent for $3,173,975 
for production of binoculars in_ its 
Mansfield, Ohio, plant. War Depart- 
ment is now negotiating with West- 
inghouse for additional defense con- 
tracts to take the place of refrigera- 
tors. 


Consolidated Opens 
Appliance Campaign 


Consolidated Edison System com- 
panies inaugurated early this month a 
new electric appliance campaign. The 
promotion, to be known as Consolidated 
Edison’s triple bargain, includes three 
household appliances, each to be sold 
independently—a General Electric a.c.- 
d.c. superheterodyne radio, certified 
regular retail value, $29.95, to sell for 
$15.95 cash, or $3.30 down and $2.20 a 
month for six months; a_ three-way 
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bridge lamp, certified regular retail 
value of $20.30, to sell for $6.95 cash, 
or $1.50 down and $1 a month for six 
months, and a Proctor pop-up auto- 
matic toaster, a.c. or d.c., certified reg- 
ular retail value of $12.95, to sell for 
$6.95, or $1.50 down and $1 a: month 
for six months. To these prices will be 
added the 2 percent New York City 
sales tax where it is effective. 

Starting with a supply of 150,000 ap- 
pliances on hand, the campaign will 
continue as long as the supply of exist- 
ing stock lasts, according to E. F. Jeffe, 
vice-president Consolidated Edison. 


Independent Group Wins 
in Mount Vernon Election 


In an election conducted recently by 
the National Labor Relations Board 
employees of the Ward Leonard Elec- 
tric Co., Mount Vernon, N. Y., voted 
747 for collective bargaining repre- 
sentation by the Ward Leonard Elec- 
tric Employees Labor Organization, an 
independent group; 70 for representa- 
tion by the United Construction Work- 
ers, C.1.0., and 38 for no collective 
representation, according to a company 
announcement. 

About 90 percent of the company’s 
work is on national defense machinery, 
F. H. Bullinger, plant manager, stated. 





INTER-SYSTEM TIE—Virginia Electric & 
Power’s new 110-kv., 19.6-mile line be- 


tween the northern and southern sections 
of the system, opened for service this 
summer. Designed by Stone & Webster 
Engineering Corp., the line has a capacity 
of about 50.000 kw.: No. 4/0 copper phase 
conductors 15.5 ft. apart, two %-in. heavy 
strength steel ground wires, 32-ft. pole 
type crossarms attached to 55-ft. poles 
by step brackets (two bolts each), and 
normal spans of about 650 ft. 
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ATTENDING PEA CONVENTION:—Left to right, Leo T. Crowley, Standard Gas & Elec- 

tric: Frank R. Phillips, president Philadelphia Company, and President E. C. Stone, 

Duquesne Light; A. J. Althouse, Metropolitan Edison, and L. B. Round, Pennsylvania 
Power, newly elected president of Pennsylvania Electric Association 


Effect of Emergency 
on Electric Utilities 


Three-day convention of Pennsylvania Electric Association brings out 
suggestions regarding finance, customer relations, sales 
operations and plant — L. B. Round elected president 


Many suggestions for meeting prob- 
lems of utility operation resulting from 
the defense emergency were brought out 
last week at the thirty-fourth annual 
convention of the Pennsylvania Electric 
Association before a large attendance. 
The meeting, which lasted three days, 
concluded with the election of L. B. 
Round, vice-president and general man- 
ager Pennsylvania Power, as president. 

In presenting the theme of the con- 
vention, “Electric Utilities in Today’s 
Economy,” President E. C. Stone asked 
seven questions which formed the basis 
for the discussion. These questions 
covered adequacy of supply and a sound 
future, cooperation with defense pro- 
gram and customer service, priorities 
and standards of service, sales problems, 
air raid cooperation, civilian defense 
and, finally, loss of man-power. 

The first speaker, Leo T. Crowley, 
chairman of the board, Standard Gas & 
Electric, took up the problems of 
finance, which included new construc- 
tion and rate regulation. He urged that 
government financing assistance be 
given to utilities for defense facilities 
greatly in excess of normal future re- 
quirements. Where a normal need in 
the future can be foreseen the utility 
should use its own funds and credit. 

In discussing sales problems, George 
E. Whitwell, vice-president Philadelphia 
Electric, urged three things with respect 
to industrial and commercial sales: (1) 
Obtain as much permanent business as 
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possible; (2) promote newer uses and 
processes; (3) sell larger power in re- 
lation to the national emergency by 
helping the program in every way pos- 
sible. While availability of equipment 
and tightening of terms were adverse 
factors in the residential field, Mr. 
Whitwell saw advantages in larger 
spending power and in opportunity to 
develop new sales approaches and sell- 
ing methods. He was particularly urgent 
that all programs be flexible to meet 
whatever may arise. Sales promotion 
should be continued against the time 
when the emergency was over. 


Customer Relations 


Some general suggestions on customer 
relations were made by Dr. Claude 
Robinson. The effect of the emergency 
on such relations was outlined by P. H. 
Powers, vice-president West Penn 
Power, who stated that the public might 
blame industry for sub-normal service 
due to power, equipment and labor 
shortages, to appliance shortages, div- 
idend reductions, sabotage, accidents, 
and labor troubles. This, he pointed out, 
is only natural and the industry must 
not feel offended. Instead it should have 
a well-considered public relations view- 
point and plan. 

The solutions to operating problems, 
according to N. G. Reinicker, vice- 
president and general manager Penn- 
sylvania Power & Light, are nothing 
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more than good economics. The emer- 
gency, he stated, has forced the industry 
to new ways. 

Some of his suggestions are as fol- 
lows: Replace overloaded equipment 
only after all other means have been 
exhausted; ideas on operating reserve 
may have been too generous; maintain 
all equipment for immediate use; make 
greater use of mobile capacity equip- 
ment; weekday maintenance; replace 
underloaded transformers with smaller 
ones; maintenance scheduling; reduce 
requirements for new materials by bet- 
ter salvaging and standardization; use 
of clerical employees and women to fill 
in employment gaps. 

Because of the post-emergency finan- 
cial problems brought about by emer- 
gency expansion, C. R. Landrigan, De- 
troit Edison, suggested that this is the 
time to spend money so as to be able 
to cut expenditures when the load goes 
off. Among his suggestions were catch- 
ing up on maintenance, getting ahead 
on such things as pole replacements and 
protective painting; increasing efficiency 
of plant and personnel; rebuilding 
manually operated equipment to auto- 
reclosing or remote control because of 
man-power shortage; disposing of un- 
necessary property while prices are 
good; refunding debt where interest 
rates warrant; increasing retirement 
and depreciation reserve; increasing 
contingency reserve to provide for pos- 
sible tight money situation; accelerating 
sales to stable elements. 

The annual safety awards were won 
this year by Metropolitan Edison and 
Natrone Light & Power Company. 


Predicts Power Shortage, 
Advises Federal Pool 


Addressing the Pacific Northwest 
Banking School at the University of 
Washington in Seattle recently, Dr. 
Paul Raver, Bonneville authority, de- 
clared that a “critical problem” would 
arise through failure to pass pending 
legislation to permit acquisition of all 
private power companies and formation 
of a federal power pool in the North- 
west. He declared such a move within 
the next six months is necessary for 
national defense. 

Dr. Raver declared that the state 
of Washington will face a definite 
power shortage by 1943, but that the 
integration of private power and exist- 
ing public power into one large gover 
ment-owned pool will prevent the short: 
age from becoming acute. The admin- 
istrator stated that generating capaci- 
ties of private power systems could be 
expanded under federal ownership, but 
that private utilities “have neither the 
credit available nor could they get the 
priorities.” 
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Reservoir System Helps 


Reduce Flood Hazards 


Northern States Power of Wisconsin provides water storage and 


distributes flow to mitigate effects in Eau Claire 


area of worst flood since 1884 


When the worst flood since 1884 hit 
the Eau Claire territory of Northern 
States Power Co. of Wisconsin over the 
Labor Day weekend officials of the com- 
pany first ordered all generators put on 
the line to draw down water levels and 
provide for the heavy run-off, thereby 
reducing flood possibilities on the lower 
reaches of the Chippewa River. 

A day or two later, at the peak of the 
flood, approximately 20,000 cu.ft. per 
second of water was being received by 
the company’s reservoir system. At the 
same time only 8,000 cu.ft. per second 
of water was being released. In other 
words, the system was receiving about 
two-and-one-half times as much water 
as was being released. Without this con- 
trol it is quite certain that the crest 
along the flooded area would have been 
much higher. 


Sandbags Used 


At the company’s Jim Falls hydro 
plant, approximately 15 miles northeast 
of Chippewa Falls, the floodwaters 
started to pass over the top of the west 
dike on Sunday night. At this time a 
large crew of men began placing sand- 
bags in an effort to prevent the washing 
out of this part of the earth dam. Some- 
time later it was discovered that the 
water was also approaching the top of 
the east dike, which dike protects the 
village of Jim Falls as well as the Jim 
Falls hydro plant. The crew was im- 
mediately shifted to the east dike and 
sometime later 300 ft. of the west dike 
washed out and the core wall tipped 
over. 

Until this portion of core wall and 
earthfill are replaced the Jim Falls 
hydro plant will operate on a consider- 
ably reduced head. Large trucks were 
employed to haul the sandbags onto the 
dike until a cavein nearly caused the 
loss of a driver and truck. After this the 
larger trucks were used to bring the 
bags to the river bank and small trucks 
were employed on the dike. 

At the company’s Madison Street sub- 
‘tation in Eau Claire the water reached 
aheight of 18 in. above the floor on the 
outside of the building. With the aid of 
sandbazs and pumps the water level was 
held down to 3 in. above the floor inside 
the building. The cable vault and entire 

asement were completely submerged. 
but the only cable trouble which de- 
veloped involved the 4-kv. series street- 





lighting circuits. This trouble was over- 
come by installing temporary overhead 
conductors to serve in place of the water- 
damaged cable. 

At Rice Lake hydro plant, which is 
on the Red Cedar River, draining an 
area to the west of the Flambeau River, 
the water covered the floor of the plant 
to a depth of several inches. This was 
due to the high level of the tailwater. 
No damage or interruptions to service 
resulted, however. 

When first indications of trouble were 
received one of the company’s operators 
rode several miles on horseback to re- 
port by phone the abnormal rainfall at 
the Winter reservoir, located 100 miles 
north of Chippewa Falls. Normally this 
reservoir holds 9,700 million cubic feet 
of water and stands at 1,310.4 feet above 
sea level. On September 4, three days 
after the crest of the flood had passed, 
the level in this reservoir was 1,313.95 
feet above sea level. It is obvious that 
the flooded area was spared additional 


FLOODWATERS IN WISCONSIN—Looking east at Jim Falls earthfill dam, showing the 
washed-out section of the west dike at about the time the water was at its highest stage 
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hardship through the impounding of the 
immense volume of water represented 
by the extra 34% ft. of water in this 
reservoir. 


Associated Gets SEC 
Integration Orders 


Trustees of Associated Gas & Elec- 
tric Corp. are required to file answers 
by October 17 and attend hearings 
October 28 on SEC plans for bringing 
the Associated System into compliance 
with Sections 11 (B) as well as clauses 
(A) and (C) of the Public Utility 
Holding Company Act, under which 
plans Associated would hold only a 
single integrated system in the New 
York-Pennsylvania area. 

Officials of the Associated System 
were reluctant to discuss the SEC 
orders pending further study and analy- 
sis, but they did point out, first, that 
the orders were not unexpected and, 
second, that for the past year and a 
half Associated has been proceeding 
with simplification operations the entire 
purpose of which has been to make the 
Associated System a stronger. better 
integrated organization. 

Properties have been sold, it was 
said, negotiations are under way for 
the sale or exchange of other properties, 
mergers are under consideration, re- 
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financing plans leading to simplifica- 
tion have been prepared and numerous 
tax settlements concluded. 

Denis J. Driscoll and Willard L. 
Thorp are trustees of the Associated 
Gas & Electric Corp., comprising eleven 
holding companies and 175 subsidiaries 
located in 25 states. The SEC order 
declared that the major assets of the 
holding company system of Associated 
Gas are in New York and Pennsylvania 
and the “principal” integrated public 
utility system, if any, of the company 
is either in New York or in Pennsyl- 
vania, and that the company cannot 
therefore retain any public interest in 
public utility subsidiaries in Maine, 
Indiana, Illinois, Virginia, Kentucky, 
North Carolina, South Carolina, 
Georgia, Florida, Louisiana, Arkansas, 
Missouri, Oklahoma, Arizona, Connec- 
ticut, Ohio, Delaware, Vermont, Mary- 
land and West Virginia. 


25,000-Kw. Unit for 
New Meredosia Plant 


Plans for the construction of a new 
25,000-kw. generating station on the 
Illinois River near Meredosia were an- 
nounced last week by President L. 
A. Magraw, Central Illinois Public 
Service Co. The project, including in- 
terconnecting transmission line and 
switchyards, will cost an estimated 
$5,500,000 and will be completed ready 
for initial operation about June 1, 1943. 

Building for the power station will 
be constructed to house two units. The 
first 25,000-kw. machine will be for 
operation with steam at 850 lb. pressure, 


900 deg. F. temperature. With this gen- 
erating unit there will be installed two 
pulverized coal-fired boilers and neces- 
sary auxiliaries. It is anticipated that 
a second 25,000-kw. unit will be in- 
stalled at this plant in 1944, 

In general design and arrangement 
the Meredosia station will be very 
similar to the company’s Hutsonville 
generating station, in which the second 
25,000-kw. unit has just recently been 
placed in operation. 

In connection with the Meredosia 
plant there will be outdoor switchyards 
for delivering power at 33,000 volts to 
existing transmission lines and later 
66,000 volts to future connecting lines. 
Also with the initial project 138,000 
volts will be supplied to a transmission 
line 163 miles long that will tie Hut- 
sonville to the new Meredosia station. 
This line will have a transmitting ca- 
pacity of 50,000 kw. There will be 
interconnections with the company’s 
present 33,000-volt system at Pana and 
later other connections with the 33,000- 
volt system as load conditions in the 
areas served require. Practically all of 
the equipment and materials for the 
entire project have been purchased. 
Construction contracts will be awarded 
in the near future. 


Board Permits Expansion 


Wisconsin Public Service Commission 
has authorized the municipal electric 
utility of Mt. Horeb to construct a 
building, purchase transformers and 
move existing equipment to the new 
location of the plant at a cost of $8,000. 


- ee 


Aerial by C. W. Chiles, Springfield, Ill. 


SECOND UNIT STARTS—Second 25,000-kw. unit at Hutsonville station of Central 


Illinois Public Service Co. was put into service during August. 
announced that construction of a second station, similar to Hutsonville in design, will 


The company has 


soon be started outside Meredosia 
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Krug to Administer 
“Repair” Priorities 


Repair and maintenance priorities 
for utilities are being turned over to 
OPM’s power unit, headed by J. A. 
Krug, for administration. A detailed out- 
line of the revised system for this A-10 
rating to insure uninterrupted electric 
service will be issued within a few days. 

This is why utilities were not in- 
cluded in the general repair priority 
order issued for 20 essential industry 
groups on September 9 as the substitute 
for the complicated priority procedure 
for repair and maintenance released in 
August and hurriedly withdrawn. Ad- 
ministration of this general list will be 
lodged in the priority division; special 
procedures adapted to their particular 
requirements are being drafted for a 
number of other industries (including 
utilities) for administration by the re- 
spective industry units of OPM. 

The utility order will provide an auto- 
matic A-10 rating for all purchases of 
scarce materials needed for maintaining 
service, as well as for keeping on hand 
minimum inventory stocks of usual off- 
the-shelf maintenance supplies. 

In addition, the order will permit 
application of the rating to purchases 
of “consumable goods” used in repair 
and maintenance work. Not certain is 
whether the scope of the plan will be 
broad enough to permit some new con- 
nections on existing distribution sys- 
tems, but this has been discussed. 

After the repair and maintenance sys- 
tem for utilities is actually put into 
operation, it is expected that a second 
order providing priority aid for new 
construction in the form of project rat- 
ings will follow shortly. This also will 
be administered by the Krug office. 

The revised repair and maintenance 
program is the result of several rewrit- 
ings since it was first announced early 
in August, then recalled. The with- 
drawal resulted both from the fact that 
the first plan involved what was consid- 
ered to be a hopeless amount of paper 
work and because various OPM com- 
modity units, including power, con- 
tended that it failed to meet the need. 


Residential Sales Spurt 


Making up for the slower rate of 
increase during the past few months, 
residential kilowatt-hour sales per cus 
tomer of the Pennsylvania Power Co. 
took a leap in July and the average 
figure for the. past twelve months has 
now passed 1,100 for the first time 
in the history of the company. The 
increase during the month o! July 
amounted to 9.4 percent, which is the 
largest percentage increase registered 
this year. 
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New Indianapolis Unit 


Goes into Regular Service 


First step in higher pressure operation at Harding Street is completed 


as new 850-lb. turbine starts operation at reduced 


rating on available 400-lb. steam 


First week in September saw a new 
37,500-kw., dual-pressure turbo-genera- 
tor initiated into regular service at the 
Harding Street plant of Indianapolis 
Power & Light Company. The new unit 
(No. 3) is designed to operate at re- 
duced rating (17,000 kw.) using steam 
at 400 lb. pressure, 700 deg. F., temper- 
ature or at full rating with steam at 
850 lb. pressure and 900 deg. F. Until 
completion, early in 1942, of a 400,000- 
lb.-per-hour, high-pressure boiler now 
under construction at the plant, the new 
unit will operate at the lower pressure 
steam condition, using excess steam 
from existing boilers. 

The Indianapolis company recently 
announced (ELectricAL WoriLp, Aug- 
ust 9, 1941) that it has ordered a dupli- 
cate of the new 37,500-kw. turbo-gen- 
erator for delivery in June, 1943. 


Hydrogen Cooling 


No. 3 unit is a 3600-r.p.m. tandem- 
compound machine with double-flow 
exhaust, having a 35,000-kw., hydrogen- 
cooled main generator and 2,500-kw. 
air-cooled house generator all on the 
same shaft. This duplicates the exist- 
ing two units in arrangement except 
that these are 1,800 r.p.m. and entirely 
air-cooled, with 1,750-kw. house gener- 
ators. 

The unit was ordered from the Gen- 
eral Electric Company on February 21, 
1940, and scheduled for delivery in 
March, 1941. The unit was received 
complete during May, 1941, and erection 
completed ready for try-outs by August 
4, 1941. 

Harding Street plant, where the new 
unit was installed, was first placed in 
operation early in 1932 with two 36,750- 
kw. condensing units and eight 450-lb., 
725-deg., stoker-fired boilers. The plant, 
designed to have four units ultimately, 
or a total of 148,500 kw., supplies 
Indianapolis and suburban areas via a 
steel tower 132-kw. transmission loop 
encircling the city. Three other plants 
on the company’s system are within the 
city and carry a large steam as well as 
elect) ic load. - 

In carrying out its current plans for 
the expansion of the Harding Street 
plant to its ultimate capacity, the com- 
pany has not only provided for keeping 
lls Te-erve generating capacity in step 
with anticipated increases in demand 
but al-o has aided its financial position 
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by spreading out its expenditures for 
equipment. 

Total expenditure for the two gen- 
erating units and the boiler plant ex- 
tension, now under construction, is 
approximately $5,500,000. In addition 
about $2,000,000 is being spent during 
1941 to expand and protect transmis- 
sion and distribution systems and for 
various other work. 

Delivery of the new high-pressure 
boiler is scheduled to start during the 
month of September. It is expected that 
its erection will be completed in time 
for it to go into regular operation in 
January or February of 1942. Construc- 
tion of the 101-ft. extension to the tur- 
bine room to accommodate the second 
37,500-kw. turbo-generator is due to 
begin by October of next year. 


New Public Service 
Company in Indiana 


Public Service Company of Indiana, 
Inc., a new corporation with a capital- 
ization of $108,035,721, was formed last 
week when formal articles of consoli- 
dation were filed with the Secretary of 
State of Indiana. 





The new company is successor to 
Public Service Co. of Indiana, its sub- 
sidiary, Dresser Power Corp., Central 
Indiana Power Co. and its subsidiary, 
Northern Indiana Power Co., and Terre 
Haute Electric Co., Inc. All of the con- 
solidating companies were subsidiaries 
of Midland United Co. of Chicago, a 
holding company formerly controlled 
by Samuel Insull. 

The new company, with general 
offices in the Traction Terminal Build- 
ing, Indianapolis, is now the largest 
public utility in the state of Indiana. 
It serves approximately 222,000 electric 
customers, 49,000 gas customers and 
27,000 water customers in more than 600 
communities of central and southern 
Indiana. As of August 1, 1941, the 
consolidated companies had a total of 
3,150 employes. 

President of the new company is 
Robert A. Gallagher of Indianapolis, 
former president of Public Service Co. 
of Indiana. L. B. Schiesz, Indianapolis, 
former president of the Central Indiana 
and Northern Indiana companies, is 
first vice-president. Other officers are 
G. J. Oglebay, vice-president; D. P. 
Pardee, vice-president and comptroller; 
E. J. Booth, secretary; Paul Stark, 
treasurer; Earl H. Conway, assistant 
comptroller; Louis Allen, assistant 
secretary, and Arthur E. Irwin, assistant 
treasurer. 

The capitalization of the new cor- 
poration is as follows: 

Capital stock: %, of 
Amount Total 
Common—no par value ($25 

stated value) 1,107,780 shares $27,694,495 25.63 

Preferred—5% series ($100 par 


value) 148,188 shares 
Long-term debt 


14,818,790 13.72 
65,522,436 60.65 


Total ; _...$108,035,721 


NEW UNIT OPERATING—At Harding Street plant, last week, Indianapolis Power & 
Light Company put into regular operation its new 37,500-kw., 3,600-r.p.m., hydrogen- 


cooled turbo-generator. 


Pending completion of a 400,000-lb.-.per-hour high-pressure 


boiler, now under construction, the unit will operate at reduced rating (17,000 kw.) using 
excess steam at 400-lb. pressure, 700-deg. temperature from existing boilers. New 
boiler will supply steam at 850 lb. per sq.in. and 900 deg. F. 


1941 
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Simplification Plan 
for Product Control 
Scrambling between OPM and the 


consumer-minded defense groups for 
control of the simplification-of-products 
program is boiling to a head, with in- 
dications that the business men _ will 
emerge on top—that simplification will 
win over standardization. 

OPM this week needed only final 
agreement upon a man to head the 
long-kicked-around revitalization and 
enlargement of its conservation unit to 
announce its bid for full authority over 
all matters of simplification, standard- 
ization and conservation. The man in- 
dicated is Lessing J. Rosenwald, ex- 
chairman of the board of Sears, Roe- 
buck & Co. Whoever he is, he will be a 
man from business and will report to 
Douglas C. MacKeachie, directer of the 
purchases division. 

The new unit will assume the role 
of final determination of specific poli- 
cies. The so-called “Emergency Ameri- 
can Standard” specifications — being 
worked out by Miss Harriet Elliott in 
the Consumers’ Division of OPA, with 
the help of the American Standards 
Association, will be merely one pro- 
posal in the OPM unit’s hopper. Sim- 
ilar plans are under consideration for 
washers and electric irons. 

Given this setup, the odds heavily 
favor curtailment of model variety (sim- 
plification) rather than attempts to 
have manufacturers standardize upon a 
single model or model series. Donald 
M. Nelson, formerly MacKeachie’s 
“boss” and now the No. 1 man in the 
defense organization as executive di- 
rector of SPAB and director of priori- 
ties, is flatly opposed to interfering 
with competitive differences in produc- 
tion. He favors elimination of model 
varieties by individual manufacturers— 
in refrigerators to, perhaps, a line lim- 
ited to a 4-, 6- and 8-ft. size—but each 
retaining his own particular charac- 
teristics. Standardization, in this pic- 
ture, would be limited to agreement 
upon what “extras” should be dropped 
to conserve metals, such as the alu- 
minum refrigerator tray program. 


Cooking Council Issues 
Sales Training Manual 


Commercial Electric Cooking Coun- 
cil has just issued a new manual en- 
titled “Sales Training Manual—Com- 
mercial Electric Cooking.” The manual 
has been written from the restaurant 
operator's point of view, expressly to 
increase the utility salesman’s know]l- 
edge of this important group of cus- 
tomers. 

Chapters on the restaurant owner’s 
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likes and dislikes among salesmen, ap- 
pliances, service, how and why he buys 
equipment, the appliances needed in 
different types of food serving establish- 
ments, and the operating costs of various 
establishments are contained in the 
manual. Copies of the manual are 
available from the council with head- 
quarters at 420 Lexington Avenue, New 
York—price, one to four copies, $1.50 
each; from five to fourteen copies, $1.25 
each; fifteen copies and over, $1 each. 


MEETINGS 


International Association of Electrical Inspectors 
—Eastern section, Mayflower Hotel, Washing- 
ton, D. C., September 22-24. F. N. M. Squires, 
secretary, 85 John St., New York, N. Y.; south- 
ern section, McAllister Hotel, Miami, Fla., 
September, 29-October 1. Joseph Whitner, 
secretary, P. O. Box 1743, Atlanta, Ga. 


Illuminating Engineering Society — Annual con- 
vention, Atlanta-Biltmore Hotel, Atlanta, Ga., 
September 22-25. Frank G. Horton, executive 
secretary, 51 Madison Av., New York, N 


Association of Iron and Steel Engineers—Annual! 
convention, Cleveland Public Auditorium, Cleve- 
land, Ohio, September 23-26. Brent Wiley, 
managing director, Empire Bldg., Pittsburgh, 
Pa. 

Indiana Electric Association—Annua! fall meeting 
French Lick Springs Hotel, French Lick, Ind., 
September 24-26. R. E. Bloosom, secretary, 1414 
Circle Tower, Indianapolis, Ind. 


Southeastern Electric Exchange—Engineering and 
operation section, Suwanee Hotel, St. Peters- 
burg, Fla., September 25-26. J. W. Talley, 
executive secretary, 303 Haas-Howell Building, 
Atlanta, Ga. 


Electrochemical Society — Fal! meeting, Chicago, 
Ill., October 1-4. Colin . Fink, secretary, 
Columbia University, New York, N. Y. 


Edison Electric Institute—Meter and service com- 
mittee, New Ocean House, Swampscott, Mass., 
October 2; prime movers committee, St. Louis, 
Mo., October 6-7; electrical equipment com- 
mittee, Hotel Cleveland, Cleveland, Ohio, 
October 13-14; transmission and distribution 
commitee, Netherland-Plaza Hotel, Cincinnati, 
Ohio, October 20-22. Col. H. S. Bennion, 
managing director, 420 Lexington Av., New 
York, N. Y. 

Public Utilities Association of the Virginias — 
First annual convention, The Greenbrier, White 
Sulphur Springs, W. Va., October 3-4. A. Bliss 
McCrum, secretary, 612 Charleston National 
Bank Bldg., Charleston, W. Va. 


Nationa! Electrical Contractors Association—Fal! 
meeting, Rice Hotel, Houston, Tex., October 
6-8. L. W. Davis, general manager, 420 Lex- 
ington Avenue, New York, N. Y. 


National Safety Council — National Safety Con- 
gress and Exposition, Stevens Hotel, Chicago, 
Ill., October 6-10. . H. Cameron, manag- 
ing director, 20 North Wacker Drive, Chicago. 

American Institute of Electrical Engineers — 
South West district, Coronado Hotel, St. Louis, 
Mo., October 8-10. H. H. Henline, national 
secretary, 29 West 39th St., New York, N. Y. 


Wisconsin Utilities Association—Electric section, 
Hotel Schroeder, Milwaukee, October 13-14. 
A. F. Herwig, executive secretary, Room 502, 
Brunder Bldq., 135 West Wells St., Milwaukee, 
Wis. 

American Society of Mechanical Engineers — 
Fall meeting, Louisville, Ky., October 13-15. 
C. E. Davies, national secretary, 2? West 39th 
St., New York, N. Y. 

National Electrical Wholesalers Association — 
Semi-annual convention, Hotel Statler, Detroit, 
Mich., October 14-17. E. Donald Tolles, manag- 
ing director, 165 Broadway, New York, N. Y. 


American Welding Society—Annual meeting in 
conjunction with National Metal Exposition, 
Bellevue Stratford Hotel, Philadelphia, Pa., 
October 19-24. Miss M. Kelly, secretary, 29 
West 39th St., New York, N. Y. 


National Electrical Manufacturers Association — 
Annual meeting, Waldorf-Astoria Hotel, New 
York, N. Y., October 27-31. W. J. Donald, 
manaqing director, 155 East 44th St., New 
York, Te 


National Research Council—Conference on Elec- 
trical Insulation, annual meeting, Williamsburg, 
Va., October 30-November |. Thorstein Larsen, 
secretary, Consolidated Edison Co. of New 
York, 55 Johnson Street, Brooklyn, N. Y. 
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Rowe New President 
of Municipal Group 


E. J. Rowe of Wellsville, N. Y., was 
elected president of the New York 
State Municipal Electric Utilities Asso- 
ciation at the eleventh annual confer- 
ence held at Jamestown, N. Y., last 
week, 

Other officers names were: Vice-presi- 
dents, Robert E. Patterson, Freeport. 
N. Y.; Fred J. Tine, Frankfort, Pa.; 
J. J. Degan, Solvay, N. Y.; Dr. T. J. 
Collinson, Tupper Lake, N. Y., and 
F. J. Lonergan, Green Island, N. Y. 
Howard E. Pearsall of Freeport is the 
new secretary. 


Cincinnati Gas Starts 
to Build Substation 


The Charles substation of the Cin- 
cinnati Gas & Electric Co. is under con- 
struction at Central Avenue, Charles 
Street and part of Twelfth Street. The 
unit is being added because of the in- 
adequacy of the present Plum Street 
substation to serve the domestic, com- 
mercial and industrial load in the West 
End area. 

Present plans call for the installation 
of 7,500 kva. additional transformer ca- 
pacity, which will supply 4,300-volt cir- 
cuits. This will be in addition to several 
13,200-volt circuits. The total invest- 
ment for the part built this year will 
be approximately $270,000. Within the 
next year and a half, as conditions de- 
mand, additional circuits and _trans- 
former bank capacity will be installed. 


Drop Christmas Lighting 


The board of directors of the Mer- 
chants’ Bureau of Raleigh, N. C., re- 
cently voted to discontinue Christmas 
street lighting. President Frank I. Wat- 
son announced that the move was made 
in the interest of national defense and 
that of conservation of electric power. 
There will be no Christmas decorations, 
he explained, requiring elaborate dis- 
plays of electricity. A large number of 
North Carolina cities, including Ashe- 
ville, are taking similar action requested 
by the State Merchants Association. 


Couch Successor Named 


C. Hamilton Moses, an attorney of 
Little Rock, Ark., has been elected pres! 
dent of the Arkansas Power & Light Co. 
He succeeds the late Harvey C. Couch, 
founder of the company. Mr. Moses has 
been chief counsel for the utility com 


pany. 
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A BARRIER TO 
SABOTAGE—To 
guard against any 
attempts at night 
sabotage to the Del- 
aware River Bridge, 
a system of ten 
General Electric 
street lights (Form 
79R) has been in- 
stalled at each an- 
chorage of the span. 
This picture was 
taken recently at 
the first public 
showing of the 
lights. Bridge po- 
licemen are seen on 
patrol beneath 
them. The bridge 
cuts across the 
heart of important 
Philadelphia and 
Camden industrial 
areas 


Photo by 
Philadelphia Inquirer 
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Holiday Reduces 
Energy Output 


In 1940 Labor Day caused a drop in 
electrical energy weekly output of about 
5 percent from the previous week. This 
year the output of 3,095,746 kw.-hr. an- 
nounced by Edison Electric Institute for 
the week ended September 6 (in which 
Labor Day was included) shows only a 
4 percent decline from the week ended 
August 31. 

An increase of 19.4 percent is regis- 
tered by this output over that of the cor- 
responding week of 1940, a rise in rate 
of increase of 1.6 percent from the 
week previous. This indicates that the 
pace of industrial production is accel- 
erating. 

Except that the Central Industrial 
has displaced the New England area in 
second place, the order of regional com- 
parisons in increases over the corre- 
sponding week in 1940 remains un- 
changed, with the Southern States area 
still far out in the lead. 


Weekly Output Millions Kw.-Hr. 


Sept. 6 3,096 Sept. 7 2,592 Sept. 9 2,376 
Aug. 30 3,224 Aug. 31 2,736 Sept. 2 2,376 
Aug. 23 3,193 Aug. 24 2,714 Aug. 26 2,434 
Aug. 16 3,201 Aug. !7 2,746 Aug. 19 2,454 
Aug. 9 3,196 Aug. 10 2.743 Aug. 12 2,413 
Aug. 2 3,226 Aug. 3 2,762 Aug. 5 2,413 


Percent Change from Previous Year 








Week Ending 
Sept.6 Aug. 30 Aug. 23 
New England . +21.6 +22.5 +20.1 
Mid-Atlantic . +16.1 +16.0 +15.1 
Central Industrial...... +21.9 +19.3 +20.2 
West Central. . ; . +175 +12.1 +16.2 
Southern States . +27.4 +29.8 +24.2 
Rocky Mountain. . +77 + 8.5 + 45 
Pacific Coast . *4+10.8 %*+4+10.5 *+10.3 
Total United States. +19.4 +17.8 +177 
* Percentage should be higher — data under 
revision. 


Billions of Kw-Hr. 








Power Output Rises 
18.1% during July 


Electric energy produced for public 
use in July, 1941, totaled 13,998,806,000 
kw.-hr., an increase of 18.1 percent 
over production in July, 1940, according 
to the report issued by the Federal 
Power Commission. Production by water 
power in July amounted to 4,375,244,000 
kw.-hr., or 31 percent of the total out- 
put. Average daily production in July 
was 451,574,000 kw.-hr., an increase of 
0.8 percent over average daily produc- 
tion during the previous month. 

For the twelve months ended July 31 
total production was 154,385,000,000 
kw.-hr., an increase of 13 percent over 
the 136,809,000,000 kw.-hr. produced in 
the twelve months ended July 31 last 
year, 


The capacity of generating plants in 





service in the United States on July 31 
totaled 42,649,388 kw., a net increase 
of 213,525 kw. over that reported in 
service on June 30. 


Utilities Increase 
Peak Estimates 


Continued upward revision by utility 
systems of their previous estimates of 
1941 peak electric loads is shown in 
the tenth report on “Electric Power 
Requirements and Supply in the United 
States,” issued recently by the Federal 
Power Commission. 

“In their May statements,” the re- 
port points out in a foreword, “about 
one-fourth of the- reporting systems 
raised their April estimates of 1941 
peak power demands by 223,000,000 
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kw.-hr. and 341,000 kw., respectively. 
The largest estimates were made in the 
New England States (Area 2) and 
Tennessee (Area 20), 

Energy requirements for May, the re- 
port says, totaled 13,066,847,000 kw.-hr. 
and the corresponding peak demands 
aggregated 26,198,065 kw. Estimated 
energy requirements and maximum de- 
mands for May were 370,000,000 kw.-hr. 
and 205,000 kw., respectively, higher 
than was anticipated by utility systems 
in their April reports. 

Net assured capacity as of May 31, 
1941, the report continues, was 30,664,- 
497 kw., exceeding that reported for 
the month of April by 277,723 kw. 
Capacity additions during May totaled 
241,700 kw. and the remainder of the 
increase resulted from upward revision 
of the dependable capacities of existing 
generating facilities. 
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EWS ABOUT PEOPLE 


Alabama Board Elects 
Six Vice-Presidents 


At a recent meeting of the board of 
directors of the Alabama Power Co. 
F. C. Weiss, manager of the construc- 
tion and engineering department, and 
J. O. Henkel, assistant to vice-president, 
were elected vice-presidents of the com- 
pany. Four division managers, O. K. 
Seyforth, A. D. Quackenbush, Henry 
Maulshagen and C. T. Hunter, 
elected division vice-presidents. 

A native of Dallas. Tex., Mr. Weiss 
received his education at the University 
of Texas and the Massachusetts Insti- 
tute of Technology. He became asso- 
ciated with Alabama Power Co. as as- 
sistant engineer on transmission line 
construction in 1913. After a short 
connection with Stone & Webster he re- 
turned to Alabama Power Co. as assist- 


were 


F. C. Weiss J. O. Henkel 


A. D. Quackenbush 
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H. Maulshagen 


ant operating engineer, subsequently 
becoming construction superintendent. 
Three years later he was made superin- 
tendent and construction manager of 
the Dixie Construction Co., and then 
was elected vice-president. In 1929 he 
was appointed construction manager of 
Allied Engineers, Inc., in charge of 
construction in the southern division. 
After the dissolution of Allied Engi- 
neers Mr. Weiss became engineering 
and construction manager for Alabama 
Power Co. 

Following graduation from Missis- 
sippi A. & M. College, in 1912, Mr. 
Henkel spent three years with the Gen- 
eral Electric Co. From 1916-18 he was 
engaged in construction and engineer- 
ing work for the Citizens Electric Co., 
a contracting firm of Des Moines, spe- 
cializing in the construction of isolated 
generating plants. 


O. K. Seyforth 


C. T. Hunter 
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Mr. Henkel joined the Alabama 
Power Co. as office engineer in the 
western division, subsequently serving 
in various capacities at Anniston, Gads- 
den and Montgomery. In 1927 he was 
promoted to division manager of the 
northern division at Huntsville. After 
the sale of the company’s property 
there he remained with the city of 
Huntsville for three months, on leave 
of absence from the company, to organ- 
ize the operations of the municipal sys- 
tem. In the fall of 1940 he became con- 
nected with the executive department 
of the company as assistant to vice- 
president with various duties. 

Mr. Seyforth became associated with 
the Alabama utility in 1917 and he en- 
gaged in maintenance and construction 
work before his appointment as super- 
intendent of the western division. He 
became manager of the western division 
in 1921 and two years later was trans- 
ferred to Anniston as eastern division 
manager. 

Mr. Maulshagen’s first regular job 
was with the General Electric Co. on the 
student test course at Schenectady and 
Pittsfield. His first job with Alabama 
Power Co. was as switchboard oper- 
ator at the Gadsden steam plant in 1914. 
After engaging in construction and 
maintenance work, he was appointed in 
1921 sunerintendent of the Gadsden 
steam plant. Five years later he had 
the managership of the Gadsden dis- 
trict added to his duties. In 1928 he 
was transferred to Birmingham as man- 
ager of the western division. 

Mr. Quackenbush joined H. M. 
Byllesby & Co. to do engineering work 
following graduation from Armour In- 
stitute of Technology. He was trans- 
ferred to Mobile Electric Co., where he 
was soon made general superintendent, 
the position he held until Mobile Elec- 
tric Co. was acquired by Gulf Electric 
Co. and later by Alabama Power Co. 
At that time he was named manager of 
the Mobile division. 

C. T. Hunter joined Alabama Power 
Co. in 1923 in the western division. 
Subsequently he served as district man- 
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ager at Jasper and was transferred in 
1929 to Eufaula as manager for the 
southeast division. 


MacDonald Resigns as 
Head of Tri-City Units 


Announcement has been made of the 
resignation of R. B. MacDonald as op- 
erating head of the Tri-City subsidiaries 
of the United Light & Power Co. Mr. 
MacDonald’s successor has not yet been 
decided upon. 

Mr. MacDonald’s retirement con- 
cludes a long period of public utility 
service, commencing in 1899, when he 





R. B. MacDonald 


first entered the employ of the Lincoln 
Gas & Electric Co. at Lincoln, Neb. In 
1907 he became associated with the Fort 
Dodge Gas & Electric Co. at Fort Dodge, 
Iowa, and in 1917 he joined Tri-Cities 
and subsequently became the operating 
head of the Peoples Power Co., Moline- 
Rock Island Manufacturing Co., Peo- 
ples Light Co., Tri-City Railway Co. of 
Illinois, Tri-City Railway Co. of Iowa, 
and Clinton, Davenport & Muscatine 
Railway Co. 

H. E. Littig of Davenport will con- 
tinue as vice-president in charge of op- 
erations of the Peoples Light Co. Pend- 
ing the selection of Mr. MacDonald’s 
successor, H. A. Kleinman of Moline, 
engineer in charge of electrical produc- 
tion for the Peoples Power Co., has 
been elected vice-president in charge of 
operations of the Moline-Rock Island 
Manufacturing Co. 

k. T. Williamson of Moline, an elec- 
trical engineer for the Peoples Power 
Co.. has been elected vice-president in 
charge of the operations of that com- 
pany. 

Mr. MacDonald has agreed to remain 
available in an advisory capacity until 
about the first of the year. After that 
he expects to devote his entire time to 
his {arm enterprise. 
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> Water D. Howe Lt, formerly indus- 
trial power engineer, has been assigned 
as priority specialist in the purchasing 
department of the Pacific Gas & Elec 
tric Co. 


> Freperick H. Patterson has been 
elected secretary-treasurer of the Roch- 
ester Gas & Electric Corp. Mr. Pat- 
terson has served as secretary of the 
company for the last nine years and 
now assumes the additional duties of 
treasurer, following the sudden death 
of John F. Clark. Mr. Patterson has 
completed more than thirty years’ serv 
ice with the Rochester utility. 


OBITUARY 


> Joun Morse, son of Col. Robert H. 
Morse, president of Fairbanks, Morse 
& Co., was killed on August 22 when 
the car in which he was a passenger 
collided with a bus in a dense fog on 
the approach to the Golden Gate 
Bridge at San Francisco, Calif. The 
younger Morse was 25 years of age 
and was graduated from Yale Uni- 
versity in 1937. Since last April, when 
he resigned from the U. S. Navy be- 
cause of an eye deficiency, he had been 
assistant manager of the company’s 
San Francisco branch. 


> Joun F. CLark, treasurer since 1939 
of the Rochester Gas & Electric Corp., 
died, of a heart attack, at his home in 
Pittsford, N. Y.. on August 23. He was 
57 years of age. Mr. Clark was gradu- 
ated from the University of Michigan 
in 1916 and immediately thereafter 
joined the Rochester Gas & Electric 
Corp. staff and became industrial en- 
gineer. For years he played an impor- 
tant role in bringing new industries to 
Rochester through the Rochester In- 
dustrial Development Corp., of which 
he was manager, and the Rochester 
Chamber of Commerce. 


> Epwarp B. McCLeLLanp, assistant 
sales manager of the General Electric 
air conditioning and commercial re- 
frigeration department, died suddenly, 
of a heart ailment, at his hotel in Port- 
land, Ore., on August 23. He was 48 
years old. In 1927 he entered the elec- 
tric appliance field with the Philip H. 
Harrison Co., G. E. distributor, in New- 
ark, N. J. He became affiliated with the 
General Electric Co. in 1932 as a sales 
representative in the air conditioning 
department, becoming manager of the 
department’s western district with head- 
quarters in Chicago in 1934. Returning 
to the department’s headquarters at 
Bloomfield, N. J., as assistant to the 
sales manager in 1939, he was appointed 
one of the department’s zone managers 
later that year. He was named assistant 
sales manager in charge of field opera- 
tions early this year. 
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Frederick H. Babcock 


Frederick H. Babcock, manager of 
the central station department of Gen- 
eral Electric Co.’s New York district, 
who recently died (ELEcTRICAL WorRLD, 
September 6, page 68), was graduated 
from the U. S. Naval Academy at An- 
napolis in 1908, but left the Navy three 
years later to join the General Electric 
Co. as a test engineer. In 1912 he en- 
tered the central station engineering 
department. 

Mr. Babcock returned to the Navy 
during the World War and upon the 
termination of hostilities he resumed 
his work in the central station depart- 
ment. In 1927 he was transferred to 





the New York office, where he served 
as assistant to Vice-President Charles 
W. Appleton. He remained in this po- 
sition until his appointment as manager 
of the New York central station division 
last year. 

Mr. Babcock was a director of the 
Edison General Electric Appliance Co. 
and of the Locke Insulator Corp. 


> FE. Frank GaArpiINneR, formerly adver- 
tising manager of the Commonwealth 
Edison Co., Chicago, died September 4, 
of a heart attack, in Riverside Sani- 
tarium, East Gary, Ind., at the age of 
54. Mr. Gardiner had resigned from 
Commonwealth Edison early in 1939 
after completing 18 years in public util- 
ity advertising work. Before going to 
the Edison company he was in charge 
of publicity and advertising for the Mid- 
land United Co. and its subsidiaries 
operating in Indiana and Ohio. He 
served for two years as president of the 
Public Utilities Advertising Association 
and also for two years as chairman of 
the publicity and advertising section of 
the American Gas Association. Prior to 
entering the public utility business Mr. 
Gardiner was for more than twelve 
years on the editorial staffs of Chicago 
daily newspapers. 
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ANUFACTURING-MARKETS 


Wilson Sees G.E. Net 
Earnings Unchanged 


General Electric Co. earnings for the 
third quarter will probably match those 
paid in previous quarters of this year, 
C. E. Wilson, president, stated last 
week at the close of a directors’ meet- 
ing at which a dividend of 35 cents a 
share was voted. 

In view of the tremendous increase 
in taxes, Mr. Wilson expressed the opin- 
ion that the best the company could 
hope to do would be to hold net earn- 
ings at their present level. 

He said that about 60 percent of 
General Electric’s present production 
is for defense and added that this ratio 
of commercial versus defense operations 
will probably continue unchanged. 

The company is up to or ahead of 
schedule on two-thirds of its defense 
business and is expected to catch up 
on most of the balance, Mr. Wilson 
said, adding that delay has resulted 
from changes in specifications. On the 
basis of present plans, plant and equip- 
ment additions to meet the defense 
business will cost $100.000,000, more 
than half of which has been supplied 
by the federal government. 

However, despite plant expenditures 
and cash tied up in larger inventories, 
Mr. Wilson said General Electric Co. 
has not been forced to seek bank loans 
and the company has no plans of rais- 
ing new capital. 


Export Control Schedule 
Lists Electric Products 


The Administrator of Export Control 
has recently issued two additional ex- 
port control schedules, both of which 
include many electrical products. 

Export Control Schedule No. 17 
covers a wide range of materials and 
products in such classifications as elec- 
trical machinery and apparatus, rub- 
ber, iron and steel advance manufac- 
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metals and manu- 
factures, industrial machinery and 
others. In the section on electrical 
machinery and apparatus alone, 76 
items are listed. 

Export Control Schedule Y lists 
additional products placed under export 
control by reason of section 3 of the 
President’s proclamation of July 17. 
Like Schedule Z, Schedule Y “applies 
only to consignees on the proclaimed 
list of certain blocked nationals” (so- 
called Latin-American “black-list”). 


tures, non-ferrous 


Moves Cincinnati Office 
The Foxboro Co., Foxboro, Mass., 


has announced that the new address of 
its Cincinnati office is 607 American 
Building, Walnut Street and Central 
Parkway. 
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Motors, Generators 
Orders Hit New High 


Unit sales of major appliances in 
July declined slightly from the high 
level that has been maintained since 
last April, according to NEMA index 
series. When adjusted for seasonal vari- 
ations the index continues the upward 
trend commenced last March. Unit 
sales of refrigerators continued the de- 
cline from the high point registered 
last April. However, when placed on a 
seasonally adjusted basis the index con- 
tinues the upward trend begun last 
May. 

Orders received for motors and gen- 
erators recorded a new high. The index 
value for July rose 47.6 points to 454.1 
from the June index of 408.7, an in- 
crease of 11.7 percent. 

The downward trend of the index of 


NEMA INDEX, value of orders received for motors (large d.c. polyphase synchronous) 
and generators (engine, belt-driven); also for transmission and distribution equipment 
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orders received for transmission and 
distribution equipment was _ reversed 
in July, rising 53.4 points to 342.5 from 
the June index of 289.1, an advance of 
18.5 percent. 

Sales billed for industrial materials 
made a small advance in July—1.6 per- 
cent from the June index. 


Refrigerator Sales 
Continue to Rise 


Domestic sales of electrical house- 
hold refrigerators during the month of 
July amounted to 315,682 units, accord- 
ing to a report issued by the National 
Electrical Manufacturers Association, 
based on returns from eleven companies. 
This compares with 231,155 units for 
the month of July, 1940, based on re- 
ports from fourteen companies. 

For the first seven months of the cur- 
rent year domestic sales totaled 2,596,- 
130 units, compared with 1,968,703 
units for the similar period last year. 

Foreign sales advanced in July this 
year to 12,649 units, from 6,898 units 
in July, 1940. For the seven-month 
period foreign sales totaled 86,622 units. 

World sales in July totaled 335,072 
units, compared with 243,113 units in 
July, 1940, while world sales for the 
seven-month period amounted to 2,728,- 
097 units, compared with 2,071,160 units 
for the similar period of 1940. 

Sales of electric ranges by eighteen 
manufacturers in July totaled 64,476 
units, compared with 29,626 in the like 
month of 1940. 


Defense Exposition to 
Be Held in New York 


A Civilian and National Defense 
Exposition, designed to present a com- 
prehensive picture of governmental and 
industrial activity for national defense, 
will open September 20 at the Grand 
Central Palace, New York City, and 
continue through October 18. 

In addition to the basic purpose of 
educating the public through exhibits 
and demonstrations, manufacturers will 
be given an opportunity to show how 
they are co-operating in the nation’s 
efforts. 


SS 


New York Metal Prices 


Sept. 10,'41 Sept. 2,'41 
Cents per Cents per 


Pound Pound 
Copper electrolytic...... 12.00* 12.00* 
Lead, A. S. & R. Price 5.85 5.85 
Antimony ............. 14.00 14.00 
Nickel, Ingot....... ‘ng 35.00 35.00 
St PS Si ciiusi 7.64 7.64 
Ti, GU oi sane cane 52.00 52.00 
Aluminum, 99 percent 17.00 17.00 


* Delivery Connecticut Valley. 
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Field Reports on Business 


National defense requirements continue unabated. Industrial production over 
the next year, including defense and non-defense operations, it is expected, will 
be as high as the supply of materials permit. Retail trade maintains its gains 
over last year. Dealers report high demand for appliances 


NEW ENGLAND 


Some machine tool builders in this area 
are anticipating considerable increase in 
orders for motor-driven machines from the 
Russian war department for use in heavy 
ordnance work, which will involve an en- 
couraging amount of power and control ap- 
paratus. Already negotiations for some spe- 
cial machinery have been closed and or- 
ders placed for early deliveries. Electric 
furnace manufacturers are also interested. 
National defense requirements continue 
unabated and industrial operations are at 
a high level. 

New England received over $3,000,000 in 
orders from the War Department last week. 
Simplex Wire & Cable Co. was awarded 
a contract for $114,129 worth of cable as- 
semblies and reel and Anaconda Wire 
sold $228,034 worth of wire. Rubber goods 
manufacturers in this area are active, also 
leather and woolen goods are in heavy 
demand. 

War Department has awarded a contract 
for $35,503 to New England Power Co. 
and New England Power Serivce for relo- 
cation of transmission and telephone lines 
at Birch Hill dam. 

Hygrade-Sylvania Corp. has sold 130 
fluorescent lighting units to Allen-Bradley 
Co., Milwaukee, Wis., for drafting room 
lighting at 110 ft.-candles and 340,000 in- 
candescent and 9,000 fluorescent lamps for 
installation at Wright Field, Dayton, Ohio. 

Central Maine Power sold $718,917 in 
electric appliances to August 1, a gain of 
31.2 percent over last year. For the first 
two weeks in August a group of Vermont 
central stations sold 120 refrigerators and 
54 ranges. Active plans for Christmas light- 
ing displays are under way at Worcester, 
Beverly and Leominster, Mass. 


PACIFIC COAST 


Feeling throughout the West is that 
business will maintain its high level 
throughout the last quarter if stocks and 
their replacements grow no poorer during 
September, which is considered crucial. 
Department store business is averaging 20 
percent better than this period last year, 
with peaks of from 50 to 90 percent in the 
vicinity of shipyards and plane factories. 

Exceptionally heavy defense industrial 
awards in the West marked the past week, 
such as $176,316,690 for planes and parts 
to Douglas at Santa Monica, $17,000,000 to 
Hercules for an ammonia plant and $63,- 
000,000 for a magnesium plant employing 
1,000 men at Las Vegas, Nev., near Boulder 
Dam. Furthermore, much heavy machinery 
will be awarded in September and October. 
including three 25,000-kva. and one 75,000- 
kva. generators and sixteen 25,000-kva. 
transformers for Shasta and nine 36,000-kva. 
transformers for Grand Coulee. 

Recent receivals of major appliances, 
particularly refrigerators, were in disap- 
pointing proportion to total orders on file 
and were furthermore declared in several 
instances to be final. Electrical appliance 
business in the Pacific Gas & Electric area 
of northern and central California records 
increases to date over the corresponding 
period of last year of 10 percent on refrig- 
erators, 25 percent on water heaters and 
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washers, 40 percent on sewing machines, 
50 percent on ironers and 70 percent on 
ranges, the last two figures resulting from 
intensive campaigns. Cleaners and radios 
ran about even for the two years. 


NEW YORK 


The expected effect of defense require- 
ments and priorities is now being experi- 
enced in the consumers’ goods industries, 
where, heretofore, production had been ris- 
ing to record levels, together with the rise 
in defense production. Stocks on hand and 
substitutions have made it possible to main- 
tain production up to the present time, but 
material shortages are now developing. 

Some manufacturers in this district re- 
port inability to obtain further supplies of 
white metal, wiring and other items to go 
into lamps. A shortage in rubber, result- 
ing in a lag in the production of appliance 
cords far behind that of the appliances, is 
reported. 

Sales of New York and Brooklyn depart- 
ment stores last week showed an increase of 
9 percent over the corresponding period 
of last year. 

August engineering construction awards 
top the half-billion-dollar mark for the 
third consecutive month and reach the 
fourth highest volume ever reported by 
Engineering News-Record. The month’s to- 
tal, $529,561,000, averages $132,390,000 for 
each of the four weeks, and is 67 percent 
above the average for the five weeks of 
August, 1940, but 31 percent under the all- 
time high average week of July, 1941. 

Engineering construction awards for the 
short week due to the Labor Day holiday 
totaled $90,014,000, an increase of 18 per- 
cent over the volume for the corresponding 


1940 week. 
CHICAGO 


Extension of priorities and increasing 
material shortages are developing more 
stresses and strains in the industrial struc- 
ture. Bottlenecks in production are threat- 
ening to shut down many factories unable 
to secure critical materials. Attention is 
being given to the rationing of metals so 
that a sufficient flow may be maintained to 
keep small industrial units in operation. 

On the whole, however, industrial activ- 
ity continues at peak levels. Retail trade 
maintains a rate approximately 30 percent 
ahead of last year. Dealers report excellent 
demand for electrical appliances with con- 
siderable delay encountered in securing 
replacements, among the larger household 
items particularly. Sales of electrical whole- 
salers during July averaged 64 percent 
over the same month last year. 

Building construction is running approxi- 
mately double the volume a year ago. In- 
land Steel Co. is spending $2,000,000 for 
additional facilities at Indiana Harbor. 
Northwestern University will install a 
Westinghouse 1,500,000-volt generator and 
a 500,000-volt-ampere, 60-cycle test set in 
the technological school. 

Bids were requested by the city electrical 
department for 44,000 ft. of 600-volt lead- 
sheathed cable, 55,000 ft. of 34-in. fiber con- 
duit, three 50-kva., 60-cycle distribution 
transformers and 3,000 concrete and iron 
street lighting posts. 
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PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 


Common Stocks 
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Slight changes in the prices of utility stocks during the past week brought the “Electrical 


World” index to the 23.7 mark: last week, 23.6, last year, 29.1. 


Only unsubstantial 


changes occurred in the bond index—105.6: last week, 105.8 


Utilities Register 
Refunding Program 


Mississippi Power Co., Gulfport, 
Miss., has filed a registration statement, 
covering $8,927,000 of first mortgage 
bonds, due 1971, the Securities and Ex- 
change Commission disclosed this week. 
Net proceeds, together with $250,000 
in cash to be received from Common- 
wealth & Southern Corp., parent, will 
be applied to redeem outstanding securi- 
ties and for additions and improvements 
to the company’s electric plant. 

SEC also disclosed that Gulf Power 
Co., Pensacola, Fla., has filed a regis- 
tration statement covering $5,600,000 of 
first mortgage bonds, due 1971. 


Final Payment for 
Insull Utility Unit 


Judge John P. Barnes last week 
ordered final dividend payments on the 
$238,000,000 Insull Utility Investment, 
Inc. The court directed payment of the 
$3.36 on each $1,000 debenture, bring- 
ing the total payment in bankruptcy on 
each $1,000 of securities to $83.47. 

Trustees reported that the actual 
salvage from the bankrupt investment 


Utility Reports 


Net Income 

1941 1940 
$3,499,750 $3,528,735 
1,329,412 1,165,212 
2,170,006 1,756,491 
5,204,841 4,254,698 
1,480,143 1,496,051 
3,689,600 3,812,540 
1,078,690 1,080,397 
1,732,565 1,633,815 
4,328,738 4,162,795 
864,320 871 532 
1,201,104 1,552,074 
1,994,405 2,086,454 


*Alabama Power 
*Arkansas Pwr. & Lt 
*Dallas Power & Light 
*Georgia Power 
*idaho Power ; 
*Kansas City Pwr. & Lt 
*Louisiana Pwr. & Lt 
*Nebraska Power . 
*Ohio Edison ... 
*Pacific Pwr. & Lt 
*Texas Electric Serv 
*Texas Power & Light 


*Twelve months ended July 31. 
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trust amounted to $226,788, and that 
against that amount were claims for 
approximately $50.000,000. 

The company was organized by the 
late Samuel Insull to deal in securities 
of his operating companies, and thus 
to insure his control of the companies. 

The final payment just ordered 
amounted to $167,819, leaving approxi- 


mately $1,400 in the estate to cover 
property taxes and incidental expenses. 


Plan to Simplify 
St. Louis Utilities 


Ogden Corp. has filed simultaneously 
with SEC and with Missouri Public 
Service Commission a plan to integrate 
the gas and electric services in the St. 
Louis area. It also will simplify the 
capital structure of Laclede Gas Light 
Co. and liquidate Laclede Power & 
Light. 

The plan proposes the sale by Lac- 
lede Power & Light of its electric com- 
pany, which serves the rest of the city 
and its suburban territory. Union Elec- 
tric is a subsidiary of North American 
Co. 

The plan states that North American 
has agreed in principle to the advisabil- 
ity of the integration of the gas and 
electric properties, but that no agree- 
ment has yet been reached with them 
either as to the price or the procedure. 

As a result of the transaction the St. 
Louis area would be served by a single 
gas company and a single electric com- 
pany. 


Sales Opportunities 


LAWRENCE, KAn.—Kansas Electric Power 
Co., Lawrence, will build new power sub- 
stations at Lawrence and Leavenworth, 
Kan., respectively, in connection with new 
66,000-volt transmission line between these 
two points. Work on power line is under 
way. Also, will make improvements in 
switching facilities at Leavenworth plant. 


Winpom, Minn.—City Council receives 
bids until September 29 for turbine-gener- 
ator unit, condenser and auxiliary equip- 
ment, for installation in municipal power 
plant, where expansion and improvements 
will be made. Rose & Harris, Essex Build- 
ing, Minneapolis, Minn., are consulting 
engineers. 


San Marcos, Tex. — Blanco-Guadalupe 
River Authority, E. M. Cape, San Marcos, 
president, plans series of four hydroelec- 
tric power plants in connection with flood 
control project on Guadalupe, Colorado and 
Brazos Rivers in sections of Comal and 
Guadalupe Counties. Work will comprise 
four power dams, three to be located in 
Comal County and one in Guadalupe 
County; transmission line will be con- 
structed for interconnection between sta- 
tions, with other high-tension lines in dif- 
ferent parts of both counties mentioned, 
including power substations and distribu- 
tion facilities. Entire project will cost 
about $15,000,000. Application has been 
made for financing through federal aid. 


CLEVELAND, Onto—National Acme Co., 
East 13lst Street and Coit Road, manu- 
facturer of automatic screw machines, etc., 
plans installation of motors and controls, 
switchgear, duct lines, fluorescent light- 
ing system, conveyors nad other equip- 
ment in two-story addition, 80x500 ft., for 
production of machinery for government. 
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Cost about $788,000, of which company 
will defray approximately $300,000 for 
building, with remainder of amount to be 
secured through Defense Plant Corpora- 
tion, Washington, D. C., a federal agency, 
and used for purchase of machinery and 
equipment. George S. Rider Co., Terminal 
Tower Building, is architect. 


Biair, Wis.—Northern States Power Co., 
Eau Clair, Wis., plans new transmission 
line from Sparta, Wis., to Blair, close to 
50 miles. Cost reported about $150,000. 


Denver, Coco.—Bureau of Reclamation, 
Denver, receives bids until September 29 
for three 25,000-kva., 6,900-volt, three-phase, 
60-cycle, vertical-shaft, a.c. generators, for 
installation in Keswick hydroelectric power 
station, Kennett division, Central Valley 
project, Calif. (Specifications 992). Also, 
until September 24, for 18 102-in. conduit 
tube valves for installation in river outlets 
at Shasta dam, same project (Specifica- 
tions 991). Equipment in both cases will 
be installed by government. 


Aprtan, Micu.—Bohn Aluminum & 
Brass Corp., Lafayette Building, Detroit, 
manufacturer of brass, bronze, aluminum 
and other metal products, plans installa- 
tion of motors and controls, switchgear, duct 
lines, transformers and accessories, indus- 
trial lighting facilities, conveyors and other 
equipment in new branch plant at Adrian, 
production of aircraft parts for Govern 
ment. Cost about $596,400, of which ap- 
proximately $371,600 will be used for pur 
chase of machinery and equipment. Also 
will install similar equipment in new one 
story plant at Detroit, to be used for same 
line of production, estimated to cost $289, 
100. Appropriations in amounts noted will 
be secured through Defense Plant Corpora 
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tion, Washington, D. C., a federal agency, 
for projects. 


Tucson, Ariz.—Bureau of Reclamation, 
Denver, Colo., has plans maturing for new 
transmission line from Phoenix, Ariz., to 
Tucson, over 100 miles, with terminal sub- 
station facilities at latter place. Cost esti- 
mated about $700,000. Bids are scheduled 
to be asked soon. 


CuHareston, S. C.—South Carolina Pub- 
lic Service Authority, Peoples’ Building, 
Charleston, receives bids until September 
23 for new 115-kv. transmission line from 
switchyard of Santee-Cooper project, near 
Pinopolis hydroelectric generating station, 
vicinity of Moncks Corner, to Bowman, 
about 45 miles. Authority will have plans 
prepared soon for new transmission lines in 
rural districts in its territory, including 
main high-tension line connecting with 
Pinopolis power station, to be used for pri- 
mary power supply for service in such areas. 
Cost estimated at $750,000, with power 
substations and other operating facilities. 
Fund in that amount has been arranged 
through federal aid for project. 


Wasuineton, D. C.—Purchasing Agent, 
Federal Security Agency, St. Elizabeth’s 
Hospital, Washington, receives bids until 
September 30 for expansion in power plant 
at institution, including one 1500-kw. tur- 
bine-generating unit and accessories; one 
750-hp. boiler, equipped with superheater, 
soot blowers, accessories, stoker with forced- 
draft fan equipment, combustion control 
apparatus, instruments, etc.; one deaerating 
feedwater heater, capacity of 210,000 lb. 
per hour, with complete accessories and 
piping, two turbine-driven _ boiler-feed 
pumps, capacity of 600 gal. per minute, 
with auxiliaries and instruments; one 30- 
ton capacity, steam-driven refrigeration 
ammonia compressor, with condensers, re- 
ceivers, gas purger, etc., all as per plans 
and specifications on file. 

PAINESVILLE, On10—Diamond Alkali Co., 
Inc., Oliver Building, Pittsburgh, Pa., man- 
ufacturer of alkalies and other chemical 
products, plans installation of motors and 
controls, transformers and accessories, mo- 
tor-generator sets, electric-operated pump- 
ing machinery, switchgear, regulators, duct 





OFFICIAL PROPOSALS 


Bids: September 23 (79) 


Bowman Transmission Line 


SOUTH CAROLINA PUBLIC SERVICE 
AUTHORITY 
SANTEE-COOPER PROJECT 
DOCKET NO. 4329-P-R 
1,.TIME AND PLACE OF OPENING 
BIDS: Sealed proposals for constructing 
the Bowman Transmission Line will be re- 
ceived by the South Carolina Public Service 
Authority at the office of the Secretary, 
Peoples Building, Charleston, S. C., until | 
10:00 A. M., September 23, 1941, at which | 
time all proposals will be taken to the Fort 
Sumter Hotel where they will be publicly 

opened and read. 

2. PROCUREMENT OF PLANS AND 
SPECIFICATIONS: Proposals must be sub- 
mitted on the forms furnished by the Au- 
thority. These forms, including the plans 
and specifications and other contract docu- 
ments, will be available and can _ be 
obtained on or after September 5, 1941, 
from the Office of the Secretary of the 
Authority, Room 508, Peoples Office Build- 
ing, Charleston, S. C., upon payment of 
$10.00 for the first set and $3.00 per set 
thereafter. No refund will be made. These 
documents may also be examined free of | 
charge at the offices of the Authority, | 
Columbia, and Charleston, S. C.; at the 
offices of the Associated General Contrac- 
tors, Columbia, S. C., Charlotte, N. C., 
Raleigh, N. C., Atlanta, Ga.; and at the 
plan room of the F. W. Dodge Company, 
Atlanta, Ga. 

Lists of prospective bidders and interested 
Parties will be supplied to any manufacturer 
or person desiring to subcontract for a part 
of the work upon application to the Secre- 
tary of the Authority. 

3. DESCRIPTION OF THE WORK. The | 
Main switchyard of the Santee-Cooper 
Project is located near the Pinopolis Power 
Plant, about thirty-two miles northerly of 
Charleston and four miles north of Moncks | 
Corner, South Carolina, and the transmis- 
Sion line covered by the specifications will | 
connect the switchyard with Bowman, 
South Carolina. 

The contractor will be required to furnish 
material and erect, complete and ready to 
operate, approximately forty-five miles of 
115 KV, 3 phase, 60 cycle, single circuit, 
No. 4/0 Copperweld-Copper Conductors, 
Wood pole, H-frame transmission line, with 
overhead shield or ground wires and 
vounterpoise where required. The Author- | 
ity has placed orders for conductors, shield 
i guy wire and ground wire, as required 
»y the specifications, which material is to 
a Paid for and used by the contractor in | 
‘le performance of the work. | 
wk BIDDER’S BOND: Each bid must be 
tena lied by a certified check or bidder’s 
an executed by the bidder and a surety 
n, pany licensed to do business in South 
-arolina and Countersigned for the Surety 


ae acent or attorney-in-fact who is a 
Caron’ resident of the State of South 
a 


tes jn the sum or not less than five 
requine of the amount of the bid. This is 
sempees as a guarantee that if the bid is 
tate” a contract will be immediately 
“tered into and the performance of it | 





ELECTRICAL WORLD @ 


lines, conveyors and other equipment in 
new plant near Painesville for production 
of metallic magnesium under an electro- 
lytic process. It will consist of several iarge 
production units; a steam power house is 
planned. Output will be for War Depart- 
ment, Washington, D. C., which has author- 
ized fund of about $10,000,000 through De- 
fense Plant Corporation, Washington, a fed- 
eral agency, for land, buildings, machin- 
ery and equipment. Proposed to begin 
work soon. 


Dusueue, Iowa—Interstate Power Co., 
Dubuque, will begin work soon on super- 
structure for addition to local steam-elec- 
tric generating station, previously referred 
to in these columns, 50x60 ft., and 65 ft. 
high, for expansion in steam division. A 
new boiler unit and auxiliary equipment 
will be installed. Sargent & Lundy, Inc., 
140 South Dearborn Street, Chicago, IL, 
is consulting engineer. 


GLENDALE, Catir.—City Council receives 
bids until September 18 for steam con- 
denser and auxiliary equipment for mu- 
nicipal péwer plant (Specifications 329). 


OFFICIAL PROPOSALS — 


properly secured. 
bond will be returned upon non-acceptance 
of bid or execution of contract. 

5. WITHDRAWAL AND REJECTION 
OF BIDS: No bid may be withdrawn for 
a period of thirty days after the date set 
for the opening of said bid. The Authority 
reserves the right to reject any or all bids 
and to waive informalities therein. 

6. LICENSES: An act of the General As- 
sembly of South Carolina approved June 
2, 1936, entitled “An Act to Regulate the 
Practice of General Contracting in South 
Carolina’ provides that general contractors 
(defined as anyone who, for a fixed price, 
commission, fee or wage, undertakes to 
construct or superintend the construction of 
any building, highway, sewer, grading or 


| any improvement or structure where the 
| cost of the undertaking is seven thousand 


five hundred dollars ($7,500.00) or more) 
shall file a written application for general 
contractor’s license with the South Carolina 


| Licensing Board for Contractors, Columbia, 


S. C., said application to be filed thirty 
days prior to any regular or special meet- 
ing of said Board and to be accompanied 
by $20.00. 

Bidders must satisfy the requirements of 
the South Carolina State Statutes regarding 
annual license tax and license tax on each 
individual contract, as set forth in Section 
2543 of the Civil Code of 1932. Bidder’s 
licenses may be obtained from the South 
Carolina Tax Commission, Columbia, S. C., 
price $100.00. 

Each bidder will be required to show 
evidence of the issuance of such general 


his bid is opened or considered. 

7. VIEWING SITE: Prospective bidders 
will be given assistance in viewing the site 
of the work upon application to the offices 


| of the South Carolina Public Service Au- 


thority, Charleston, S. C. 
By order of the Board of Directors. 
SOUTH CAROLINA PUBLIC SERVICE 


AUTHORITY 
By: Tom B. Pearce, 
Chairman 
| ATTEST: 
Charles H. Gerald, 
Secretary 
Bids: September 23 (80) 


Transmission Line 


GRAND RIVER DAM AUTHORITY 
GRAND RIVER PROJECT—PENSACOLA 
DAM 
CONTRACT 22-66-KV PENSACOLA- 
MIAMI TRANSMISSION LINE 
1941 
Sealed bids will be opened by the Board 
of Directors of the Grand River Dam 
Authority in Vinita, Oklahoma, on the 23rd 
day of September, 1941, at 10:00 o’clock 
A.M. for 
Contract 


22 — 66-kv Pensacola-Miami 


The certified check or 





Transmission Line to be built from the | 


Pensacola Switchyard to Miami and thence 
northeast to the Oklahoma-Missouri state 
line, as shown on the plans, and, The taking 
down of ten (10) miles of the existing 
Pensacola-Vinita Transmission Line and 
hauling the materials to and storing them 
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in Pryor, Oklahoma. 

Bids may be filed with the General Man- 
ager of the Authority at his office in the 
City Hall, Vinita, Oklahoma, up to 10:00 
o’clock A.M. of said day, at which time they 
will be opened and publicly read at a meet- 
ing of the Board of Directors. Any bid 
received after. the closing time (10:00 
o'clock A.M.) will be returned unopened. 

The Plans and other Contract Documents 
are on file and can be seen at the Office 
of the General Manager of the Authority, 
City Hall, Vinita, Oklahoma, and they can 
be obtained from the Office of W. R. Hol- 
way, 302 East 18th Street, Tulsa, Okla- 
homa, or Vinita, Oklahoma, on deposit of 
$25.00 of which amount $12:50 will be re- 
funded upon return of plans and specifica- 
tions in good condition within ten days 
after the award of the contract. No re- 
fund will be made after that date. The 
total amount of the deposit will be refunded 
to all bidders. All checks for these deposits 
shall be made out to W. R. Holway. 

Each proposal must be accompanied by 
a certified or cashier’s check on any sol- 
vent bank or trust company, payable with- 
out reserve to the Grand River Dam <Au- 
thority, in an amount not less than five 
per cent (5%) of the total amount of the 
bid. If bids are held more than ten days 
any bidder may substitute a satisfactory 
Bidder’s Bond for his check in the same 
amount, and thereupon his check will be 
returned to him. Checks or bid bonds of 
the three low bidders will be retained until 
approval of contract and execution of satis- 


| factory bond by the successful bidder, or 
contractor’s and bidder’s licenses. before | 


until other disposition of the bids is made 

The bonds required will be a_ perform- 
ance bond for the faithful performance of 
the work and a statutory bond for the pro- 
tection of laborers and materialmen, both in 
the full amount of the contract. 

All bids must be made on the proposal 
forms furnished by the Authority and must 
be in accordance with the “Reauirements 
for Bidding and Instructions to Bidders.” 
_No bid may be withdrawn for at least 
sixty (60) days after the scheduled closing 
time for receipt of bids. 

All work herein advertised is to be paid 
for by voucher on estimates furnished by 
the Engineers. . 

Attention of the bidders is called to the 
Wage Scale as determined by the Authority 
and appearing in the “Construction Terms 
and Conditions.” 

The Authority will request every bidder, 
before his bid is considered for award, to 
file a statement of facts as to his previous 
experience in performing similar work of 
comparable magnitude, of his business and 
technical organization. and financial re- 
sources and plant available and to be used 
in nerforming the contemnvlated work. Fach 
bidder must have such information, together 
with a recent financial statement, avail- 
able at Vinita, Oklahoma, the day on which 
bids are to be received. 

The Board of Directors reserves the right 
to reject any or all bids and to waive any 
informality in any bid. 

Dated this 26th day of August, 1941 
GRAND RIVER DAM AUTHORITY 
By: M. Duncan, 
Chairman, Board of Directors. 
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Inclosed Busbar 


Newly designed L.V.D. (low-voltage 
drop) “Buss-Wa” is an inclosed busbar 
structure for transmission of high current 


"L.V.D. Buss-Wa;"' 


normal ratings from 500 
to 4,000 amp.; up to 600 volts a.c. or d.c.: 
built in any number of poles and for any 
phase; furnished in standard unit lengths. 
The Trumbull Electric Mfg. Co., Plainville, 


onn. 


values. Design and spacing of conductors 
and balancing of construction and insula- 
tion are said to reduce reactance value of 
the circuit. Being made in unit lengths, 
it is said to be completely salvable for 
relocation or extension. It may be used 
as a feeder and a riser, as well as to serve 
individual “Flex-A-Power” runs. 


Indoor Bus Support 


A new heavy-duty bus support has been 
announced for supporting two groups of 


i 
ae 
(eee eee eee) 
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Class ‘'C-7,"' 23 kv., heavy-duty expansion 
type, indoor bus support; supports two 
groups of two '/4x4-in. bars. Delta-Star Elec- 
tric Co., 16th and Rockwell Sts., Chicago, Ill. 
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bars with wide center spaces to secure 
better current distribution. Conductor 
fitting is equipped with non-ferrous rollers 
on each side of the bar groups, permitting 
movement of conductors without unduly 
stressing procelain, it is claimed. Spring 
bronze spacers between bars are said to 
prevent chattering. 


Arc Welder 


Aircraft Special'’ multi-range arc 
portable or stationary; 10 to 150 amp. at 
normal welding voltage; 220, 440 and 550 
volts a.c. Hobart Brothers Co., Troy, Ohio. 


welder: 


Announcement has been made of a new 
arc welder embodying the same design and 
operating speed (1,750 r.p.m.) as other 
multi-range arc welders produced by the 
company and having characteristics for 
welding light gage metals such as used 
in airplane construction. Dual control of 
welding current and open-circuit voltage is 
provided to enable operator to select proper 
volt-ampere combination for each job. Re- 
mote control makes it possible for the op- 
erator to make slight heat adjustments 
after the “hot start.” 


Ground Connector 


For making con- 
nections to a driven 
rod or pipe, a 
ground clamp said 
to be non-corrosive 
has been made avail- 
able by the com- 
pany. It can be 
slipped over the top 
of the rod as a one- 
piece assembly, or 
from the side when 
the head of the pipe 
or rod has_ been 
mushroomed = from 
driving. 


Type ''G-H" ground connector; sizes '/ to | 

n. for rod, '%4 to % in. IPS for pipe. Burndy 

Engineering Co., Inc., 459 East 133d St., New 
Lot 


York 


Who Makes What? 


‘Electrical Buyers Reference.'' published 
annually, McGraw-Hill Publishing Company, 
330 West 42d St., New York, N. Y. 


Names, addresses and products of elec- 
trical manufacturers are catalogued in this 
convenient, annual publication for public 
utility, industrial, engineering and other 
major electrical buying interests. 
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Transformers 


New line of suspension-type transform- 
ers for use with indoor luminous-tube signs 
is said to embody basic features of the 


Model ''Deluxe'' indoor suspension-type lumi- 
nous-tube transformer. General Electric Co., 
Schenectady, N. Y. 


“Streamliner,” the company’s luminous- 
tube transformer for outdoor installation. 
Spaced winding construction is used to re- 
duce voltage stresses. Narrower width per- 
mits out-of-the-way installation. 


Circuit Interrupter 


Inclosed non-automatic ‘'De-ion'' circuit in- 
terrupter; ratings 60 to 600 amp., 250 to 600 
volts a.c., 125 to 250 volts d.c.; interrupting 
capacity 5,000 to 10,000 amp. Westinghouse 
Elec. & Mfg. Co., East Pittsburgh, Pa. 


For disconnecting or interrupting a.c. 
and d.c. circuits in Class 1, Group D loca- 
tions, this device is manually operated and 
is furnished with a NEMA type 7 cast 
inclosure finished in aluminum with a 
closely ground fit between box and cover. 
De-ion arc quenchers are employed to re- 
duce contact burning. 


Electric Heater 


Electric space heater has a diamond grid 
circuflector which is said to produce nat- 
ural circulation. No fan is needed. Fur- 
nished in various finishes. 


Model "'D'' electric heater; 1,320 watts 
120 volts, a.c.-d.c.; other models us 
kw. Economaster Products Co., !!/ 
Ave., North Nashville, Tenn. 
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